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LIMITED OFFICIAL USE 

PAGE 01 LENING 01521 221134Z 
ACTION SY-05 

INFO OCT-01 EUR-12 ISO-00 /018W 

076955 221258Z/53 

R221133ZMAY78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC 4318 
INFO AMEMBASSY MOSCOW 
AMCONSUL FRANKFURT 


Message Text 


LIMITED OFFICIAL USE LENINGRAD 01521 

DEPT EOR A/SY/OPS/T, A/SY/OPS/FO, A/SY/NSU 
MOSCOW FOR RSO 
FRANKFURT FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: LENINGRAD ATTIC PLUMBING PROJECT 

REE: LENINGRAD 773 

1. CONVERSATIONS WITH GSO, MOSCOW INDICATE RIGID 535 
PIPE MACHINE (REFTEL) WILL NOT BE AVAILABLE FOR USE IN 
LENINGRAD. MACHINE IS STILL ON ORDER BUT NO 
SHIPPING DATA HAS BEEN RECEIVED. 

2. REQUEST SEABEE TEAM SCHEDULED EOR LENINGRAD POUCH 
THE FOLLOWING ADDITIONAL TOOLS: ONE SET, RIGID HAND PIPE 
THREADER FOR PIPE SIZES ONE-HALF INCH TO TWO INCHES. ALSO, 
ONE EACH PIPE VISE WITH STAND. BUCHANAN 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 

Draft Date: 22 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978LENING01521 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D78021 5-0350 

Format: TEL 
From: LENINGRAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780534/aaaabcfm.tel 

Line Count: 43 
Litigation Code IDs: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
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Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
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Reference: 78 LENINGRAD 773 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27 jun 2005 
Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: LENINGRAD ATTIC PLUMBING PROJECT 
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